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Respirator Use Instructions 





To test fit: 
a) Cup both hands over the front of the respirator, being careful not to disturb its position. 
b) Exhale sharply. If leakage is suspected, adjust position of respirator and/or strap 

and repeat procedure. 


NOTE: Before issuing any respirator to be worn, a face fit test must be performed. Gerson 


